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SECTION 955-000-000 
Issue 17, October 1980 


NUMERICAL INDEX — DIVISION 955 
STEP-BY-STEP AND COMMUNITY DIAL OFFICES 
GENERAL DESCRIPTIVE INFORMATION 


1. GENERAL 
1.01 This section provides an index of System-issued sections in Division 955. 


1.02 A bullet (@) indicates an item that has been added or changed since the 
previous issue of the index. 


1.03 A square (() indicates a canceled item. Information relating to the cancel- 
lation, if necessary, will be shown in a note following the item. Canceled 
items and related notes will be deleted upon reissue of the index. 


1.04 A spade (@) indicates an item not on microfiche. This index indicates the 
latest issue for hard-copy BSPs. In some cases, the microfiche BSP will re- 
flect the next higher issue as a result of the reduced distribution interval. 


1.05 “Add” is the abbreviation for Addendum. 
2. LAYERS 
2.01 This division is arranged in layers as follows: 


955-0 Indexes 
-1 Apparatus and Equipment 
-2 Automatic Message Accounting 
-3 Centralized Automatic Message Accounting 
-4 Step-by-Step Common Control Offices 
-9 Testing Equipment 


3. INDEX 


Section 


Number Issue Subject 


955-0 INDEXES 

e 4 955-000-000 17 Numerical Index — Division 955 — Step-by-Step 
and Community Dial Offices — General De- 
scriptive Information 


955-1 APPARATUS AND EQUIPMENT 


pee 10-100 1  Digit-Absorbing Selectors — Step-by-Step Of- 
fices 


Section 
Number Issue Subject 
55-115-100 1 200-Point Line Finder and Trunk Finder Equipment 
— Step-by-Step Offices 


yor 130-100 1 line Number Method — Prepay Coin — 350A, 
355A, 360A, and 35E97 — Community Dial 
Offices 
“955-135-168- 2 = Automatic Number Identification System — Type 
C for Use in Small Step-by-Step Offices of Less 
Than 10,000 Main Stations 
§5-136-100 3 Automatic Number Identification System — Type 
VA D for Use in Small Step-by-Step Offices of 0 to 
5000 Lines 
955-2 AUTOMATIC MESSAGE ACCOUNTING 
25521001003 «No. | Step-by-Step Offices 
955-3 CENTRALIZED AUTOMATIC MESSAGE ACCOUNTING 
RbbmahbhOG— 5° Step-by-Step Intertoll Offices 
955-4 STEP-BY-STEP COMMON CONTROL OFFICES 
Robb OtOO— 3 * Step-by-Step Offices With Common Control 
955-9 TESTING EQUIPMENT 


AS60800 1 Automatic Line Insulation Test Equipment — No. 
1 and 350A Step-by-Step Offices 


NiO 2 Automatic Outgoing Trunk Test Frame — General 
Description 


NOTICE 
Not for use or disclosure outside the 
Bell System except under written agreement 


Printed in U.S.A. 


